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CONFIDENTIAL 

PAGE 01 STATE 219913 
ORIGIN ACDA-12 

INFO OCT-01 EUR- 12 10-13 ISO-OO DODE-OO DOE- 15 SOE-02 
PM-05 L-03 NSCE-00 SSO-OO SMS-01 NRC-05 CIAE-00 
NSAE-00 ICAE-00 INRE-00 AF-10 ARA-10 EA-10 H-01 
INR-10 NASA-01 NEA-10 OIC-02 SP-02 PA-01 SAS-02 
CEQ-01 OES-09 SS-15 /153 R 

DRAFTED BY ACDA/MA/IR:TBARTHELEMY/GBP 

APPROVED BY ACDA/MA:TDAVIES 

ACDA/MA/AT: RBOOTH 

ACDA/DC: COLESYCKI 

DOD: RWF.E KI. F.Y 

DOE: JFOGARTY 

PM/DCA: DCARLSON 

L/PM: MMATHESON 

NSC:LDENEND - 

012640 300227Z/75 

O R 300029Z AUG 78 
FM SECSTATE WASHDC 
TO USMISSION GENEVA IMMEDIATE 
INFO AMEMBASSY MOSCOW 

CONFIDENTIAL STATE 219913 

E.O. 11652: GDS 
TAGS: PARM, US, UR 

SUBJECT: US-USSR WORKING GROUP ON RW/MDW, ROUND FIVE: 

STATE RW MESSAGE NO. 7. 

REF: GENEVA 12934 

1 . WE AGREE WITH DELEGATION'S ANALYSIS OF ISSUE RELATED TO 
USE OF "WEAPON" AT BEGINNING OF ELEMENT 2, SUBPARA 1 . 

DEL IS AUTHORIZED TO ACCEPT ADDITION OF "WEAPON" AS SPECI- 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 STATE 219913 

FTF.D IN REFTEL AT SUCH POINT IN COURSE OF NEGOTIATIONS YOU 
DEEM TACTICALLY ADVANTAGEOUS. 

2. RESPONSE TO DEL'S SUGGESTION RE ELEMENT 3 WILL BE 
PROVIDEDLY SEPARATELY. CHRISTOPHER 
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